Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 
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PAGE 01 WARSAW 07313 061532Z 
64 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

027931 

R 061459Z NOV 75 
FM AMEMBASSY WARSAW 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8330 

UNCLAS WARSAW 7313 

E.O. 11652: N/A 
TAGS: BEXP, PL 

SUBJECT: PRIVATE TRADE OPPORTUNITY; STEAM PRESSURE REDUCING 
AND COOLING STATIONS. 

1.455/018/P 

2. 11/6/75 

3. A. HERTZBERG 

4. 455 POLAND 

5. Y-FOREIGN TRADE ORGANIZATION METRONEX 
6A. REPLY TO 

6B. MR. JANUSZ BLASZCZAK 
FTO METRONEX 
DEPARTMENT 142 
ALEJE JEROZOLIMSKIE 44 
00-950 WARSAW, POLAND 

7. TELEX 814471, PHONE 262011 EXT. 604 

8. N/A 

9. 101 

10. 3561 1XX-0500. THREE COMPLETE SETS OF THE FOLLOWING 
EQUIP: STEAM PREASSURIZED REDUCING AND COOLING STATIONS 
FOR STARTING, RAPID DISCHARGING (AND PRESERVATION) 

OF A 360 MW POWER GENERATION UNIT INCLUDING FULL 
CONTROL VALVE EQUIPMENT WITH A COMPLETE CONTRO AND 
ADJUSTMENT SYSTEM, AND EQUIPPED WITH MONITORING MEASURING 
AND AVAILABILITY TESTING DEVICES. 

TWO(2) STATIONS ARE REQUIRED PER POWER-UNIT WITH A TOTAL 
CAPACITY OF 1 150 T/HOUR AT 187 ATMOSPHERES LIVE STEAM PRESSURE, 
540 DEGREES C OF STEAM TEMPERATURE, 60 ATMOSPHERES AT BACK 
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ALSO REQUIRED ARE PROPOSALS FOR A STEAM COOLING-DOWN 
PROCESS TO A TEMPERATURE OF ABOUT 300 DEGREES C, WHICH REQUIRES 
ABOUT 300 T/HOUR OF INJECTION (FOR BOTH STATIONS). 

PRESSURE REDUCING VALVES AND INJECTION VALVES SHOULD HAVE 
CONNECTOR STUBS SUITABLE FOR HEAT-RESISTANT MATERIAL WELDING. 
INTERESTED FIRMS ARE REQUESTED TO MAIL 

CATALOGS, TECHNICAL LITERATURE AND COMPLETE PRICE AND DELIVERY 
QUOTES DIRECTLY TO MR. JANUSZ BLASZCZAK. DEPARTMENT 142, 

FTO METRONEX, AT.EJF. HEROZOLIMS KIE 44, 00-950 WARSAW. 

1 1 . METRONEX ALSO EXPRESSED INTEREST IN A LICENSING AGREEMENT 
TO PRODUCE SUCH EQUIPMENT IN POLAND FOR INTERNAL USE. 

DAVIS 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 NOV 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975WARSAW07313 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750386-0709 
From: WARSAW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751 1 70/aaaackps.tel 

Line Count: 74 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 SEP 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 SEP 2003 by ReddocGW>; APPROVED <23 FEB 2004 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PRIVATE TRADE OPPORTUNITY; STEAM PRESSURE REDUCING AND COOLING STATIONS. 
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